AT THE EIGHTY-FIFTH FLOOR

Topical Press.
The artisan here seen smiling so light-heartedly is named Carl Russell and we find him engaged
in erecting the steelwork of the eighty-fifth floor of the Empire State Building in New York. This
is the loftiest structure in the world.  It has eighty-six storeys.  Including the tall mooring-mast
for airships, it rises 1,248 feet above the pavement.